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About us: 


Fractional CO2 laser used for Sking Tightening and Skin Lift of arms, legs, knees, 
elbows, by stimulating Collagen production with minimal tissue damage and 
short downtime. This procedure does require topical Numbing Cream over the 
skin prior to treatment. 


Pupose 


CO2 Laser Skin Rejuvenation, 
CO2 laser Skin Lift & Renew, 
CO2 Laser Skin tightening, 
CO2 laser Elbow Skin Lift, 
CO2 laser Knee Skin Lift, 
CO2 laser Arms Skin Lift. 


Benefit 


e Decreases sagging, 
e Decreases wrinkles 
e Decreases Festoons, 


e Decreases age spots 
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